B 


All dimensions in inches. 

All dimensions are 
approximate and nominal 
(Actual distances on-orbit 
may vary) 

A ~ 27 

B ~ 41.5 

(outside of seat track to 
outside of seat track) 

C~ 77.85 

D ~ 38 

E~ 83.43 

(outer radius of rack) 

F ~ 87.75 inches 

(Inner radius of US Lab shell) 


UPPER KNEE BRACE 
LAUNCH FITTING 


ALUMINUM CENTER POST 


GRAPHITE/EPOXV POST WITH 
ALUMINUM GROUND PLANE 


UTILITY INTERFACE AREA 


REMOVE ABLE SIDE AND 
REAR ACCESS PANELS 



Most narrow 
point between 
racks ~0.46" 
Wider points 
between racks 
~0.70" 


GRAFttlTE/EFOXY 
STRUCTURAL SHELL 


LONER 

LAUNCH FITTING 


PIVOT PO*T 


UTILITY PASS-THRU 



Outer radius of rack 



Inner radius of US Lab shell 


